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MEMORANDUM TOi The Director, Central Intelligence Group, Room 2165, New 
War Department Building, Slat k Virginia Awe., N. W., Washington, d. • 


SUBJECT* Disposition of former OSS files of Intelligence Photographs 


Reference is made to your memorandum on the same subject dated 
2 July 1946. The Office of the Chief of Engineers Is 
participate in the proposed discussion on the matter. The following 
representation is designated: 


Herbert Milwit, Colonel, Corps of Engineers 
Chief, Military Intelligence Division 


(Alternate) Merritt W, Matthews 
Executive Assistant 
Military Intelligence Division 


FOR THE CHIEF OF ENGINEERS : 


H. MILWIT 

Colonel, Corps of Engineers 
Acting Chief 

Mili tary Intelligence Division 





